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8. GOOD 

C. A DROP OFF IN QUALITY OCCURS TOWARD ALL OUTBOARD 
CORNERS OF THE FORMAT, WHICH IS NORMAL FOR CONFIGURATION 
LlSc PRESSURE ROLLER STATIC (CHATTER) IS PRESENT 
ALONG BOTH EDGES OF THE 9L FILM, AND ALONG THE INBOARD 
EDGE OF THE 9R FILM THROUGHOUT. THE VERTICAL INDICATOR 
DOT APPEARS OVER-EXPOSED AND BLOSSOMED. WEAK IMAGES OF 
THE ADJACENT POSITION INDICATOR LAMPS OCCUR WHEN THE 
CORRECT POSITION INDICATOR IS EXPOSED. METERING IS 
bXIGHTLY ERRATIC THROUGHOUT, BUT NO FORMAT OVERLAP 
OCCURS. 
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